EDWARD    THE    CONFESSOR
sentative of the house of Egbert, whether from the effects of his long journey or the sudden change of air, died two days after he had set foot in his native country, leaving only an infant son to succeed him. Thus when Edward the Confessor died a few years later, having just completed his most permanent memorial, the Abbey of Westminster, the question of the succession was still far from any satisfactory solution.
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